Narrative                                                                                          Module 5-1

Lesson Topic 5-1-1

The purpose of the MIM is to provide the information and instructions
required to perform maintenance on an aircraft or the systems in an air-
craft. The MIM contains information concerning location, function, opera-
tion, removal, installation, testing, adjustments, and troubleshooting an
aircraft or the installed system components.

Each volume of a MIM contains a Table of Contents, a List of Illustrations,
a List of Tables and five (5) sections. The Table of Contents in the
Maintenance Instruction Manual, Navy Model 15A21, contains a listing of the
major and sub-heading titles, paragraph and .page numbers as an aid in lo-
cating the narrative information about the radar system. The proper use
of the Table of Contents will allow a technician to locate rapidly the
written information required to perform maintenance or operation of the
system correctly.

The List of Illustrations and the List of Tables are for rapid location
of any figure or table contained within, the MIM. The List of Illustrations,
consists of figure numbers, page, and title numbers for each figure. A
listing by table number, title, and page number is contained in the List
of Tables.

Proper use of the Table of Contents, List of Illustrations or List of Tables
is helpful in locating a description, an illustration or data in a table
about a specific item.

To locate a description of a unit and the appropriate illustration of the
unit, the Table of Contents and the List of Illustrations provide the
paragraph,                           and                           numbers.

figure,

Included in the Table of Contents is a listing of the five major sections:

Section I INTRODUCTION

Section II DESCRIPTION AND OPERATION

Section III ORGANIZATIONAL MAINTENANCE

Section IV INTERMEDIATE MAINTENANCE

Section V CHARTS AND DIAGRAMS

Section I, "Introduction", contains all of the general information of the
publication in hand. This will typically include a general description of
the manual, the scope of coverage, arrangement of information, a listing of
the applicable technical directives and a list of applicable publications
which includes the manuals for the Test Equipment used on the system
supported by the MIM. This section is frequently overlooked by technicians,
but its importance should not be taken lightly since the information pro-
vided here is essentially the "doorway" to what follows. With it, you will
be able to maintain your systeti and, if necessary, find the publications
necessary to maintain your support equipment.